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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Shipbuilding 
Sectional Committee had been approved by the Transport Engineering Division Council. 

In order to achieve harmony with the International pracUces, this Indian Standard is based on ISO 8277 : 1988 
'Shipbuilding — Pipework — Information transfer' published by the International Organization for 
Standardization (ISO). 
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1 SCOPE 

This standard lays down the minimum data needed for 
the prefabrication and assembly of pipework and for 
its transfer from design departments to the workshops 
of the shipbuilding industry. 

The generation, type of presentation and filing 
organisation of this data is not covered by this 
standard. 



2 PIPEWORK INFORMATION 

There are three types of information to be transferred 
from design to construction, information on standard 
parts, information on non-standard parts and 
administrative information. 



Clause 
Ref 



Type of Information 



Remarks 



2.1 Information on Standard Parts 

2.1.1 Identification 

2.1.2 Name, Standard 

2.1.3 Pressures 

2.1.3.1 Nominal pressure (PN) 

2.1.3.2 Testpressure 

2,1 A Temperature 

2,1.4.1 Design temperature 

2.1.5 Nominal Diameter (DN) 

2.1.6 Material 

2.1.7 Dimensions 

2.1.8 Weight (Nett) 

2.1.9 Location 



2.1.10 Attachments Included 

2. 1. 1 1 Certification or Information 
on Certification Required 

2.2 Information on Non-standard 
Parts 

2.2. 1 Identification 

2.2.2 Name, Drawing Number 



A special sequence of characters that could be part of, or 
include, one of the numbers given in 2.3. 

Each part shall be given a name and reference shall be made 
to international, national or industry standards. 



Strength tightness, procedure of pressure testing, where not 
defined by the relevant standard. 



Of the finished product, relevant to assembly. 



Global and local, the position of the part should be given in the 
ship or plant coordinate system, and in relative measures 
(optional). 

Description of parts necessary for the assembly, for example 
gaskets, bolts, supports, etc. 

Test certificate. 



See 2.1.1. 

Each part shall be given a name and reference shall be made 
to the drawing which contains the manufacturing information. 
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Clause 
Ref 



Type of Information 



Remarks 



2.2.3 Pressures 

2.2.3.1 Nominal pressure (PN) 

2.2.3.2 Test pressure 

2.2.4 Temperature 
2.2.4.1 Design temperature 

2.2.5 Nominal Diameter (DN) 

2.2.6 Material 

2.2.7 Semi-manufactured Articles 

Dimensions 



2.2.8 
2.2.9 



Manufacturing Information 



2.2.9.1 For cutting 

2.2.9.2 For flanging and hole orientation 

2.2.9.3 For bending including sequence of 
bending and heat treatment 

2.2.9.4 For welding/brazing or equivalent 
including joint preparation and 
heat treatment 



2.2.9.5 


Forfinishing 


2.2.9.6 


For testing 


2.2.9.7 


For preservation 


2.2.9.8 


For labelling 


2.2.9.9 


For assembly 


2.2.9.10 For insulating 


2.2.10 


Weight (Nett) 


2.2.11 


Location 


2.2.12 


Attachments Included 


2.2.13 


Information on Certification 




Required 


2.3 


Administrative Information 


2.3.1 


System Number 


2.3.2 


Drawing Number 


2.3,3 


Stock Number 


2,3,4 


Ordering Number 


2.3.5 


Part Number 


2.3.6 


Number of Pieces 


2.3,7 


Delivery Dates 



Strength tightness, procedure of pressure testing, where not 
defined by the relevant standard. 



Name and dimensions prior to production. 

See 2,1.6, 

For all manufacturing processes, manufacturing tolerances as 
applicable to be indicated. 



See 2.1,8. 

See 2.1.9. 

The fabricated parts shall be approved by the supervisory body 
indicated. 



A sequence of alpha, numeric or alphanumeric characters. 
See 2.3.1. 
See 2.3.1. 
See 2.3.1, 
See 23,1. 



3 FLOWCHART 



The data and material flow for pipe production and installation and interface are shown in the following flow chart. 
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